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Makita MAC700 Big Bore 2.0 HP Air Compressor review and 
ratings 

The Makita MAC700 Big Bore 2.0 HP Air Compressor is yet another addition to a world- 



renowned brand providing high quality industrial tools. 

Definitely one of the best models out in the market today, the MAC700 comes with several 
features that make it an ideal purchase for many companies. 

Lighter than other Makita merchandise, this particular model only weighs 59.6 pounds and 
measures 18 by 22 by 10 inches. 




Just looking at the basic features of the item, we estimate the MAC700 to have a rating of 4 out 
of 5 stars. 

The horse power is smaller compared to another Makita air compressor, but the build and 
quality of the model seems to be every bit as good. Following are some of its features that 
makes stand out from competition. See details... 

Big Bore Engineered Pump 

Possibly the best feature of the Makita MAC 700 Big Bore 2.0 HP Air Compressor is the big bore engineered pump 
specially designed to provide the same level of work with less impact on the machine. 

The pump is designed to boost intake of air and large enough to handle industrial jobs. The tank itself is capable of holding 2.6 
gallons of fuel, providing a pressure of 40PSI and 90PSI with an operating pressure of 130 PSI. The pump is oil-lubricated and 
has been tested to ensure speedy recovery time matched with highly powerful strokes. 

Low RPM and AMP 

The product only runs at 1720 RPM, creating very little noise during work. This makes it perfect for open job sites or in public 
places. Of course, the low RPM also contributes to the long lasting life of the product. 

With just half the RPM used compared to other air compressor models, the motor is exposed to less wear and tear even when 
used for the same jobs. In addition, the low AMP helps prevent instances of tripped breakers. This increases the reliability of the 
product when used for long hours at a time. (Compare with CAT-10020) 
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■ SEE PRICING, RATINGS, REVIEWS OR BUY FROM AMAZON WITH DISCOUNT & 
FREE SHIPPING 



Cast Iron Construction 



Made from highly durable material, the Makita MAC700 Big Bore 2.0 HP Air Compressor boasts of a cast iron constructioi 
designed to last long in any job site. 

Built to be tough, this air compressor shouldn't have any problem when used in large jobs and open space, capable of 
sustaining heavy dirt and dents brought on by the environment. The construction also facilitates easy carriage with the built-in 
handle, making it easy for you to carry the item around the job site. 



Discount & FREE Shipping on Amazon.com 

Pros of the Product 

■ The short recovery time in between bursts of air makes it very useful in a work situation. Pumping it large doses of air in 
between fractions of a second, users of the product can achieve and finish jobs faster. 

■ The low AMP use limits the possibility of problems on-site. 

■ Excellent materials used boost the durability and life of the product. 

■ Other than its air compression power, the Makita MAC700 is also designed for easy use and maintenance. It contains a 



convenient oil drain for replacement. 

■ The product's discharge tubing is specially designed to make heat disbursement more efficient, preventing the item from 
overheating. 

■ The oil sight glass is also conveniently located, allowing users to immediately see if the oil needs changing. The intelligent 
positioning of the tank makes it easy to remove and replace the container. 

■ The item is covered by a 1 year warranty with an option to return within 30 days of purchase in case of problems. 

■ More pros... 



Customer Reviews and Scores 
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See all 530 customer reviews > 
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The product has a whopping rating of 4.5 out of 5 stars, averaged from more than 600 Amazon 
buyers! This is really an impressive number that say a lot of the Makita brand. 

Most of the feedbacks about the product include praise for its "quietness" and its ability to build ai 
quickly. 

Cons of the Product 

Unfortunately, the Makita MAC700 Big Bore 2.0 HP Air Compressor carries the same problem as 
with other Makita models, namely the instructions that come with the item. 



Buyers of the product noted that some important initial setup steps were missing from the manua 
requiring you to go online for the information. Fortunately, Amazon's reviews provide a 
comprehensive setup guide to help first time buyers. 



Conclusion 

The reviews and scores on the product alone tell us just how excellent the quality of the MAC700 happens to be. With a 2.0 HP, 
versatile use, and durability, the MAC700 would be a good investment for industrial workers looking for a reliable air compressoi 
for long-term use. 
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for one person its fine. I use it for the Related Posts: 
shop providing air ... 

S have been using this for my handyman service 
occasionally and at home. It's heavy, a substantial piece 



Makita 



of equipment. It is quiet, works as it should. Read more MAC24oo B i g 
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